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THE LIFE-CLOCK. 


I. B. WOODBURY. 
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Then fast and wild it rattles on, 

As if with love twere broken. 
Much is the clock that measures life, 
Of flesh and spirit blended; 

And thus ’twill run within the breast, 
’Till that strange life is ended. 






















































































































































































